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No. 1 - North Elevation - From Westminster Avenue 



No. 2 - South Elevation - From Lowell Street. 
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No. 3 - East Elevation - From Site. 



No. 4 - Site - Looking Eastward from Roof of Building. 
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No. 5 - Site Looking West Showing Declivity of Slope. 



No. 6 - Site Looking North from Lowell Street at Location of Proposed Parking Area. 


Andrew Jerome Cannata, AIA - Architect and Sullivan Buckingham Architects, Boston, MA 
9 Unit Apartment Building Conversion - 20 Westminster Avenue - Arlington, Massachusetts 

Housing Corporation of Arlington - 20 Academy Street - Arlington, Massachusetts 

Schematic Design Report Supplemental Photograph Page 4 



No. 7 - Site Looking West Near Intersection. 



No. 8 - Site from Across Lowell Street Near Intersection Looking Northwesterly. 
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No. 9 - Site from Lowell Street Sidewalk Looking Northeasterly Towards Intersection. 



No. 10 - Site from Intersection Looking West. 
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No. 11 - Site from Across Intersection Looking Westward from Park Street. 





















